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DD/A 75-3218 


8 July 1975 


■ M0kK31VW®UM FOR : 


SUBJECT 


Executive Officer OffiVei 

S^«ve 

* r •• • ^ . 


Building Evacuation Organization 


lias been decSed^that’^the'^Ster’^of potsJLoI P®''s°>uiel, it 
evacuation organizations should be revi^Pri to the fire 

Ihese rosters are due on 15 J^ry l^Anril :: 

of,each year. July and 1 5 October 


tlian to. tte ^ersl|^ °b/14'juir “p7^*Tw7rf’^‘^°” forward 
your revised rosters ten“days in fevancp please forward 

roster is attached to aid S 


persomle^asslgn3\?theyStio^fo^of^®^^^® briefings for all 
early August. evacuation organizations in late July and 




please contact°S‘‘o^°ex!!tIli™Uliib“ln SoS™SrHSjSu2?ers?'''’’ 
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Attachment 


Senior Emergency. Officer, DDA 
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